BILL NO. S-72-08 



SPECIAL ORDINANCE NO. S- *7 s2j 

AN ORDINANCE approving a contract with 
JOHN DEHNER, INC. for Sewer Resolution 
No. 264-1972. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. The contract approved July 20, 1972, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and JOHN DEHNER, INC. for Sewer Resolution 
No. 264-1972, as follows: 

Commencing on the South right-of-way line of U.S. 30 
Bypass and 14 feet ± East of the Penn Central Railroad 
right-of-way line; thence South with said railroad right- 
of-way line 560* lineal feet to a proposed headwall on an 
existing open ditch; thence Southeasterly along said open 
ditch a distance of 2,100* lineal feet. 

Said storm sewer shall be 48 inches in diameter and. the 
required ditch cleaning shall be adequate in size for the 
necessary drainage therein 

for a total cost of $43,955.90, as more particularly set forth in 
said contract which is on file in the office of the Board of 
Public Works, and is by reference incorporated herein and made a 
part hereof, is hereby in all things ratified, confirmed and 
approved. 

SECTION 2. This Ordinance shall be in full force and 


effect from and after its passage and approval by the-Mayor. 







Councilman 




Read the first time in full and on motion by 


seconded by 


referred to the Committee on 


and duly adopted, read the second time by title and 

(and to the 


City Plan Commission for recommendation) (and Public Hearing to be held after due legal 

notice, at the Council Chambers, City-County Building, Fort Wayne, Indiana, on 

19 


the 


P.M. , E.S.T. 


Date : 


day of 


, at 


o ’ clock 


CITY CLERK 


Read the third time in full and on motion by 



Hinga 

Kraus 

Nuckols 

Moses 




Date 


f-Y'7^ 







CITY' CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana as (Seeing 
Map-) — (#errerHt(r _ t±ime»a£iQn) (Special) ( Ap- p r o p r i- at i n n ^ Ordinance fResrrlurTon) No ^ " 7 ^ 1 . j 



Read the first time in full and on motion by 


d- 72 -at -AT' 


seconded by 


referred to the Committee on 


and duly adopted, read the second time by title and 

(and to the 


City Plan Co mm ission for recommendation) (and Public Hearing to be held after due legal 

notice, at the Council Chambers, City-County Building, Fort Wayne, Indiana, on_ 

the day of 19 , at o'clock 



CITY CLERK. 


Read the third time in full and on motion by 


seconded by 


and duly adopted, placed on its passage. 



Passed (LOST) by the following vote: 
AYES. K NAYS 

Burns 
Hinga 
Kraus 
Nuckols 
Moses 

Schmidt, D. 

Schmidt, V. 

Stier 

Talarico 
Date 


ABSTAINED 


ABSENT 


l 


to-wit : 



CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana as (Zoning 
Map) (General) (Annexation) (Special) (Appropriation) Ordinance (Resolution) No. 
on the ______ day of , 19 . 


ATTEST : 


(SEAL) 


CITY CLERK PRESIDING OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the day of 

, 19 -at hour of o'clock M . , E. S... T . 


Approved and. signed by me this day of 

at the hour of o’clock m. , E.S.T. 


CITY CLERK 


. 5.97. 


MAYOR 


SUSPENSION OF RULES 


Councilman, Paul "Mike" Burns, moved to suspend the rules on 
passage of BILL NO, S-72-08-16, at this meeting of August 8, 
1972, of the Common Council of the City of Fort Wayne, Indiana. 
Said motion was seconded by Councilman, Samuel J. Talarico, and 
duly passed unanimous vote of all legally elected members 
of the said Common Council. 

The above BILL and SPECIAL ORINANCE was accordingly placed on 
its passage. 


City Clerk 


Presiding Officer 


